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WARNING 

Before using this firearm read these instruetion earefully. 

This instruetion manual should always aeeompany this firearm and be transferred 
with it upon ehange of ownership. 

The eonversion unit eonsists of (1) bolt, (2) AR-15 upper with sweep ejeet spring, 
(3) magazine bloek and (4) magazine eonfiguration to a new design of roller-spring 
magazine (5), the FXM-1, for 9mm, 40 S&W, and Simunition. 

We also have designed a modified Uzi magazine (6) for the .45 ACP. 



PLEASE NOTE 

The magazine and bolt must be of the same ealiber for the eonversion unit to 
work safely. The bolt is preeisely tooled to aeeept one and only one ealiber of 
ammunition. Olympie Arms shall not be responsible for injury, death, or damage 
to property resulting from either intentional or aeeidental diseharge of this firearm 
with the improper ealiber of ammunition. The proper ealiber is marked on the 
magazine and on the barrel. When in doubt, check it out. 

The upper reeeiver eontains a sweep ejeet spring. Do not attempt to modify this 
spring. If for any reason you experienee diffieult with ejeeting eartridges, eontaet 
the manufaeturer. 

The magazine bloek (3) is designed to allow the use of different ealibers with a 
lower reeeiver unit ordinarily ehambered for .223 (5.56 mm). The mag bloek 
inserts into the lower reeeiver behind the magazine, with the thumb lateh faeing 
forward. To ehange magazine, do not press the magazine release on the lower 
reeeiver. Press the thumb lateh forward on the magazine bloek, and the magazine 
will release while the mag bloek stays in plaee. If you press the magazine release 
both the magazine and the mag bloek will be release; it will be neeessary to re- 
insert the magazine bloek before a fresh magazine ean be loaded into the firearm. 
We have designed these units to be quiekly interehangeable on the AR-15 lower 
reeeiver units. Training and use will enable you to quiekly use the proper magazine 
lateh. 

If your rifle is equipped with our new FXM-1 magazine, or the modified Uzi with 
built-in magazine well bloek, you should disregard the foregoing. The magazine 
release button operates in the standard fashion. 

The magazines (4), (5), and (6) are marked for proper ealiber. Do not attempt to 
load a different ealiber of ammunition into the magazine; serious injury or death 
may result. 

ADDITIONAL CAUTIONS 

Firearm safety is your responsibility. In order for the eonversion unit to operate 
satisfaetorily, the magazine, magazine bloek, bolt, upper reeeiver, barrel and fiash 
suppressor must all be for the same ealiber. Any attempt to mix and mateh parts 
may result in serious injury, death or damage to property. SAFETY DEPENDS 
ON YOU. 
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